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Berlin r:*lroad district, as of late March 1951 was obtained: 
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berlin- 
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Berlin-~ 
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Grab Electric Electric Manual Cuute Baskets Required 
Crane Rotating Kaiser= Rotating for 
Grane Type Crane Loading 1. 
~ ; | ee Grane afric Ton 
Berlin- 
Tempelhof 3 10 
Berlin- 
Grunewald Z 3 3/10 
Berlin-Potsdamer 
Bahnhof 2 10 
Berlin-Wannsee lL deactivated 
Alt Landsberg ug 40 
Basdorf 1 1 2/10 
Beeskow 1. 10 
Belzig 2 10 
Brandenburg 3 10 
Brandenbure 
Altstadt 1 L 10/12 
Dahme | 1 60 
Danmnsdorf. 
Muenchebere 1 49 
Delgelin 1 49 
LBrkner 1 1 10 
Frankfurt 
passenger station , 2 5 
Frankfurt 
marshaling yard 1 2 3/5 
Yuerstenwalde | 1 40 
Suerstenberg L L5 
“ross Neuendort 1 46 
Herzfelde | 1 40 
Jueterbog 3 19 
Secgin 1 Hs 
Soenilgswusterhavsen 1 10 
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Installation Type of Coal Loading Facilities Minutes 
Grab ilectric Lleetric HMannal Chute Baskets Required 
Grane Rotating Kaiser- Rotating . for 
Crane Type orane Loading 1 
eee nnnere venenatis tte CEG ements me etric Ton 

Kuestrin | 2 | 12 
Lehnin 1 15 
Loewenberg 1 10 
Ludwigsfelde 1 - 10 
Liittenwalde 1 60 
Nanen 1 1 - 8/12 
Neustadt . 1 10 
Neuruppin 1 . 8 
Oranlenburg lL 10 
Pankow 3 — 7 
Potsdam 1 10 
Rathenow 2 2/10 
Roskow | 1 40 
Rheinsberg L : an 
Rehagen= 

ilausdorf L 10 
seddin 1 2 3/10 
Schoeneweide 2 3/3.0 
Spandau 1 8 
Strausberg L 1 10/20 
Teltow=iVest 1 60 
foepehin 1 15 
Yelten od | 8 
vuensdorft Ll 19 
Wustermark 3 5 
4echin . 1 | 40, * 


qa -CLTROL/US WYPICIALS OF LY 


Approved For Release 2001/03/06 : CIA-RDP82-00457R00810018001 2-4 


Conrras, ! 
Approved For Release 2001/85106422na-RDP82-00457R008100180012-4 


SagMBPCONTROL - U.S- OFFICIALS ONLY 
—sggimrar, Intet.icence acency [RBIS 25x14 
to 


25X1C 


* WME Counce’. A tabulation of the Betriebswerke (Railroad 
Maintenance Shops) (Bw) was transmitted previously. See 
This present tabuLation also contains 
the minor coaling stations. 
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